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SESSION INFORMATION 


A. TARGET DATA: 


Date: 9 MAR 93 
Task/Target Number: 93-173-P 
Session Number: 01 


B. PERSONNEL DATA: 


Source Number: 072 
Monitor Number: None 
Beacon/Sender No: N/A 

Cc. SESSION DATA: 
Session Start Time: 0930 
Session Stop Time: 1000 
Method Used: ERV 
Aids/Distractions (PIs): None 
Pre-sessions Hunches: None 
Date Summary Returned: 9 MAR 93 


D. EVALUATION DATA: 
Viewer Confidence (H/M/L): M 
Evaluator's Estimate: 


E. SESSION SUMMARY: 


----An upheaval by the former Sandanista forces with heavy support 
from the people will overthrow the current, but weak democratic 
government in power. Casualties will be few and will be limited to 
the physical area of the government buildings. Five or fifteen 
casualties are listed. 


----An earth tremor in Guatemala will focus the attention of the 
Western world against the plight of the majority of citizens of 
this country - claims of further atrocities religious type 
missionaries will be uncovered. The fact that Guatemala (and Cuba) 
are involved in drug-money laundering schemes will also surface. It 
will mark the beginning of the rapid erosion of Castro and his 
powers. 


----There is an ongoing movement within US intel to act as the 
prime mover, to incite and support the overthrow of the government 
of Haiti to reestablish Aristide as the legitimate president of 
that country. This fact will be revealed (leak) before the end 
of the month. 
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TASKING SHEET 


SOURCE NO: é Z as 


DATE:__8 MAR 93 


SUSPENSE: _9 MAR 93 


1200 hrs 


1. PROJECT NUMBER:__93-173-P 


2. METHOD/TECHNIQUE:_ Method of choice. 


3. BACKGROUND: This is a topical search conducted to determine 


etails of major significant events occurring for the period ending 
on 12 Mar 93 at 1200 hrs. 


4. ESSENTIAL ELEMENTS OF INFORMATION: 


Conduct a topical for the period ending 12 Mar 93 at 1200 hours and 


determine and /describe: 


fe) Natural disaster(s) [Acts of God] of major significance. 
bE EEE Sea socaes 


fe) Man-caused catastrophe(s) of significance. 
te 
fe) Evidence of national or international acts of terrorism 


directed against US national security interests. acne 


fe) Indications of key scientific, medical or humanistic 
breakthroughs /occurrence a oe as 


enema 


5. COMMENTS: 


~---optional coordinates: 375581/683648,.. SSCS 
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